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cur of the five Schlieron devices which the ^-erliner Technischec 
Cuoro of b X Transmnsoh received from VCD Car 1 Zeiss, Jena, are to be 
chirred from ZTI3 to an un’:nown destination* Oraers to crate the 
four were riven in //del-; arch 1 9f3* 1-TB personnel believe that the 
devices are to f o to durcia 0 

2* Only one Schlieren device is to remain permanently at LTD® Sip If 

>IriE* mill fie in and test e:\-inocr (fnu) hitter of the e;:p erincntal 

department (Vcrsuchsabteiluny) of 1TB arc in charge of this covice $ 
they also ;/uide the research work carried out with ito In March 
10 ,- 3 , a test installation including the remaining -chlieren do vice was 
completed* A s 1 n^le -cyli nder diesel test motor provided with a whirl 
chamber ( .irbolharner) will be investigated ty means of the Schlieren 
device® The whirl chamber i & provided with two hemosil-quaris windows allowing 
the study of flew and combustion processes inside the cylinder* 

3 ® Tests to be vndertaben roon will cover the following* 

a a Cold motor: Injection of diesel fuel without ipnition, study of 
flot* processes; 

b* am motor: Injection of liceel fuel without iynition, ttucfc' of 
flow processes 5 

Co am motor; Injection of fiosel fuel with ignition, study of combustion 
processes* 

h* xIjo processes under investigation will be recorded with slow notion 

. est Goman f .X cameras (.AX Zeitdehner), with a speed of 60,300 pictures 
per second* 
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